Clean Energy Future Committee Meeting Agenda 

May 24, 2019 

8:00-9:00 a.m. 

Arlington Town Hall, Lyons Hearing Room (2 nd Floor) 


Review & Approve Minutes from 4/26/19 


Reducing VMT and GHG Emissions by Promoting Transit, Walking and Biking 
Presentation by Eric Bourassa, Transportation Director, Metropolitan Area Planning Council 


Other Business? 


Next Meeting: June 28 


